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at the call of the D/MS. Normally it deals with specific problems 
raised by OMS. A similar panel of outstanding psychologists was 
established approximately a year ago for the Assessment and 
Evaluation Staff. There is no comparable panel for the Clinical 
Division, but it is understood that the D/MS {s considering the RY 
establishment of such a panel.” We believe that this is quite ae 
worthwhile and recommend that it be ‘done. ‘We do not believe 

that an over-all review of the OMS p: program by the PHS, or any 
other outside group, is desirable or necessary. 


a 


lin January 19 of the clinical 
activities of OMS by a private physician 
from Pasadena, California. He summarized his impressions by 


stating that in scope and quality the Agency's medical program 
is very good. 
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